iv                                              PREFACE,

sive tests were completed before this volume was prepared, and
have been used to meet this request.

This volume contains the results of this whole line of research.

Decided opinions are advanced regarding the best methods
for a founder to obtain the best results; and that he may be able
to use the shrinkage test at 'once the whole subject is summarized
on page v.
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